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[Abstract:] Encloses Aluminum weight found in bag of quarters. 

Office of Assistant Treasurer U.S., 

Boston, Mass., 

October 26,1894 

Superintendent 
U.S.Mint 
Philadelphia, Pa. 

Sir: 


I enclose herewith an aluminum weight from your office, found in a bag of quarters lately 
received. 

Respectfully 
M.I. Kennard 
Asst. Treas. U.S. 

Enclosure - 



